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DEPARTMENT OF THE ARMY 


U. S. ARMY MATERIEL SYSTEMS ANALYSIS ACTIVITY 
Aberdeen Proving Ground, Maryland 21005 


DRXSY-DS 80 MAR 1979 
SUBJECT: AMSAA's Grill Flame Protocol 


HQDA(DAMI-ISH)(MAJOR WILLIAM STONER) 
WASH, DC 20310 


Forwarded for your information and retention is a copy of AMSAA's 
Grill Flame Protocol. An information statement for participants is 
included as Incl 1 to the protocol. 


Incl - SOHN W. KRAMAR 
as a Project Officer 
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